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CITATION ORDER 


August 27, 2018 

Jay Milton Beams, M.D. 

701 Nevada St. 

S.usanville, CA 96130 

Citation Order No: 8002018045841 

Citation against: Jay Milton Beams, M.D. 

License number: G-15667 

Violation: Section 1338(c) of Title 16, California Code of 

Regulations 


An investigation or inquiry has been conducted by the Medical Board of California. As a 
result, Christina Delp issues this citation in her capacity as board official, designated by 
the Executive Director of the Medical Board of California (hereinafter referred to as the 
"Board"). 

Citation . 

An administrative citation is hereby issued to you in accordance with Business and 
Professions Code Section 125.9 for violation of Section 1338(c) of Title 16, California 
Code of Regulations. 

License 

License G-15667 was issued to you on October 23, 1968 and'expires August 31,2019. 

Cause for Citation 

You misrepresented your compliance with the continuing medical educational (CME) 
requirement on your application for licensure renewal, which constitutes unprofessional 
conduct. Although you indicated you had completed the CME, you were unable to provide 
documentation that you completed 50 hours of CME from the period September 1, 2015 
through August 31,2017. 
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Compliance 

By August 31, 2019 you must submit documented proof that you completed 50 hours of 
CME in addition to the 50 hours of CME required for your next biennial renewal period. 
Documentation of compliance with these CME requirements must be received by 
August 31,2019 or your license will not be renewed. 


Fine 

WITHIN THIRTY (30) DAYS OF RECEIPT OF THIS CITATION, YOU ARE REQUIRED 
TO PAY AN ADMINISTRATIVE FINE IN THE AMOUNT OF $750.00 AS PROVIDED BY 
TITLE 16 OF THE CALIFORNIA CODE OF REGULATIONS SECTIONS 1364.10 AND 
1364.11 FOR VIOLATION OF SECTION 1338(C) OF TITLE 16, CALIFORNIA CODE 
OF REGULATIONS. 

Payment of the administrative fine should be sent, in the form of check or money order, 
made payable to the Medical Board of California, to the following address: Medical 
Board of California, Citation and Fine Program, Attn: Marco Armas, P. O. Box 15588, 
Sacramento, CA 95852. 

Pursuant to Title 16, California Code of Regulations Section 1364.14, an individual who 
has been cited, may appeal within ten (10) days after service or receipt of the Citation 
Order. The Board must be notified in writing of an appeal arid request for an informal 
conference or administrative hearing. If you appeal this citation, the days given for 
compliance will be held in abeyance only for the violation(s) you contest. If you fail to 
notify the Board within the allotted time that you intend to appeal the citation, it shall be 
deemed a final order and shall not be subject to further administrative review. 

Any questions, concerns, or responses should be directed to Marco Armas, Analyst, at 
(916)263-2482. 

FAILURE TO COMPLY WITH THIS CITATION MAY RESULT IN DISCIPLINARY 
ACTION AGAINST YOUR LICENSE. 


° Date 


Attachments: Section 125.9 of the Business and Professions Code 

Section 1364.10 - 1364.15, Title 16, California Code of Regulations 
Section 1338, Title 16, California Code of Regulations 
Appeal Process and Information Sheet 
Notice of Appeal 

Copy of Declaration of Service by United States Certified Mail 


Quq? _ 

Christina Delp, Chief of Enforcement 
Medical Board of California 





